Concord BART Plaza Redesign Project 


The goal of this project is to redesign the exterior public spaces surrounding the Concord BART 
Station entrance for a more place specific design that improves the safety and livability of the 
station, improves the multimodal access of the station, and creates better connections to the 
surrounding downtown and neighborhoods. The areas to be considered include the existing 
plaza and pedestrian paseo west of the station, the intermodal area, the station entrance and 
ticket vending area, the pedestrian connection to the east of the entrance, and strategic 
pedestrian improvements for the surrounding parking areas. A future bike station is also in the 
works and will be coordinated with this project. 


Project Components: 


Existing Conditions 


e Modify and reconstruct of east and west 
parking areas or plazas including new 
raised crosswalks 


e Other site improvements include new 
benches, trash receptacles, lighted 
bollards, non-lighted bollards, 


decomposed granite, custom _ site 
signage, pavers, concrete, site retaining 
walls, decorative crosswalks and custom 
banners 


e Demolition of wind screen & canopy, and 
one bus shelter 


e Wayside upgrades 
e Modify and provide new lighting at plaza 


e Relocate taxi pickup and drop off areas 

e Provide electrical infrastructure for the 
future bike station 

e Provide new lighting with banners and 
custom banner arms 

e Provide planting and irrigation 

e Relocate kiss-n-ride drop off area 

e Improvement of bike path striping 

e Addition of new wayfinding signage 


including but not limited to station 
identity signage above station agent toll 
booth 


e Modify east and west parking lots 
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